INTERIOR DECORATION

PLATE XVIII

MODERN  HOME AND  EXHIBITION   INTERIORS

1.  Withdrawing  room  by Josef Hoffmann shown at the Art Exhibition,

Vienna, 1927

2.  Interior in the Paris home of Robert Mallet-Stevens, modernist architect.

The walls are white stucco and the floor is tiled in a geometric pattern
in black, brown and grey. Aluminium is used in finishing the bases of
the easy chairs, and in the end tables, radiator covers and staircase
railing. The balcony on the right forms the upper landing of the

staircase.  The furniture is upholstered in Helene Henry fabric
3.  Exhibition room for Decorative Accessories at the Exposition of Modern
French Decorative Art, February 192S. Designed by Eli Jacques Kahn
4.  Modernist interior arranged by Eugene Schoen.  The living room is dec-
orated in mauve and silver and the bedroom, seen through the arch,
in tan and rose. Illumination is by means of table lamps and wall
and ceiling light both direct and concealed